MARTSCHINK CO.* CHARLESTON* 


The Battery (White Point Gardens) is a 
beautiful drive and promenade along a sea 
wall 1500 ft. long. Overlooking Charleston 
Harbor, and offering the visitor a magnificent 
view of the historic harbor fortifications, and 
j beyond, the Atlantic Ocean. 
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C. T. 4—Point of Battery and Statue , 

Showing Junction of Ashley and Cooper Rivers , Charleston , S. C. 









